CAMBRIDGESHIRE  FIRE  BRIGADE 


There  is,  when  you  run  on  Super  Shell  with  I.C.A.  (Ignition 
Control  Additive).  I.C.A.  is  exclusive  to  Shell.  It '  fireproofs  ’ 
any  glowing  deposits  in  your  combustion  chamber  which 
could  otherwise  fire  the  mixture  too  soon  and  cheat  your 
engine  of  power.  A  fire  in  your  engine  is  a  good  thing— when 
your  spark  plug  orders  it.  Fireman  I.C.A.  in  Super  Shell 
makes  certain  nothing  happens  until  the  right  moment. 


Is  there  a  fireman 
inside  your  engine? 

(Name  of  I.C.A.) 
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VOLKSWAGEN  SALES  &  SERVICE 


(Jack) 
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TEL.  HARSTON  213 


ANY  MAKE  OF  CAR  SUPPLIED 


HIRE  PURCHASE 


PART  EXCHANGE 


KERSHAW 
HEATING  LTD. 

HEATING,  PLUMBING  AND 

VENTILATING  ENGINEERS 

SHEET  METALWORKERS 

—  Schemes  Designed  and  Estimates  Given  — 

72a  AINSWORTH  STREET 

CAMBRIDGE 


Telephone:  Cambridge  56474  (two  lines) 
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Lantern  at  “La  Providence" 

Rochester 

Architects:  H.  M.  Grellicr  Son 


Decorative 

Metal  Work 

★ 

George  Lister  &  Sons  Ltd 

Abbey  Road,  Cambridge 

Telephone:  55601/2/3 

★ 

Please  send  for  a  copy, 
post  free,  of  our  booklet 
“A  Tradition  of  Fine 
Craftsmanship" 


.  GIM 


SONS 


Builders  and  Decorators 


52a  HERBERT  STREET 

CAMBRIDGE 

Telephone:  59558 

JA Iterations  and  [Repairs  earned  out 
in  all  branches  of  the  b  uildtng  Iraae. 


EXCUSE  ME  MISS,  BUT  YOUR 
STATIONERY  CUPBOARD  IS  ON  FIRE! 


What  ?  Help  !  Squnch,  Squirt,  Squirt,  Whew  !  Crumbs.  That 

was  a  near  thing.  But  LOOK . Look,  Letterheads,  Invoices, 

Statements,  Receipts,  Postcards,  Brochures,  Business  Cards  .  .  .  . 
ALL  have  perished  in  the  blazing  holocaust.  EMERGENCY  ! 

Telephone  POLYHEDRON  SERVICES . Cambridge  53320. 

They’ll  print  us  some  more  by  tomorrow  ....  well,  enough  to  be 
going  on  with,  anyway.  How  useful  to  know  about  them.  And 
they  do  all  sorts  of  publicity  design  and  layout,  duplicating, 

lithography . Where  ?  69  Histon  Road,  Cambridge— 200 

yards  from  the  top  of  Castle  Hill.  I  think  I’ll  go  and  see  them 
NOW.  We  need  some  more  letterheads  in  a  hurry,  and  while 

^  •  1  _  A.  ^  ^ 
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POLYHEDRON  SERVICES 
69  Histon  Road  Cambridge  53320 
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Research 


GLASS  QUARTZ  CERAMIC 
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LITTLE  SHELFORD  2512 
CAMBRIDGE 

For:  Apparatus  construction  in  Quartz,  Glass, 
Ceramic,  Tubing  supply,  (bitting.  Grinding. 

Polishing,  Production  Capacity 


It  looks  a  dream  car— and  it  is!  Everything  about  the  Classic  lives 
up  to  its  luxurious  appearance  . . .  except  the  price.  Its  unequalled 
features  include  twin  headlamps,  front  wheel  disc  brakes  and  (on 
the  de  luxe  model)  a  choice  of  floor  or  column  gear-change.  With 
its  roomy  interior,  capacious  boot,  m.p.h.  well  into  the  eighties  and 
m.p.g.  well  into  the  thirties,  the  Classic  can't  be  beaten  for  stylish 

motoring  on  a  budget.  See  it  at  our  showrooms  today. 

From  £ 722.17.9 .  P.T.  paid . 
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A  member  oj  one  oj  the  principal  Fire  Brigades  in  England  sends 
his  message  to  Headquarters  by  Pve  Radiotelephone. 


Where  speed  and  absolute  reliability  are  essential,  you  will  always  find  Pye 
Radiotelephones. 

Amongst  the  thousands  of  users  of  Pye  Telecommunications  equipment  in 
Great  Britain  are  many  Fire  Services,  some  of  which  are  listed  below. 


Aberdeen 

Angus 

Bath 

Birkenhead 

Birmingham 

Blackpool 

Bolton 

Cambridgeshire 
Central  Fire 

Brigade.  Scotland 


Croydon 

Dumbarton 

Dundee 

Durham 

Edinburgh 

Glasgow 

Greenock 

Grimsby 

Hertfordshire 


Hill  House  Fire 
Brigade 
Kent 

Lanarkshire 

Liverpool 

London  Fire  Brigade 
Lothian 
Manchester 
Middlesex 


Nottingham 

Paisley 

Preston 

Rochdale 

Salford 

Shropshire 

Stoke-on-Trent 

Surrey 

West  Ham 


Pye  Telecommunications  Limited,  Newmarket  Road,  Cambridge. 

Telephone:  Teversham  3131  Telegrams:  Pyetelecom,  Cambridge. 


FIRE  AT  FULBOURN,  CAMBS. 


INTRODUCTION 


The  subject  of 
not  the  sufferer!’ 


“Fire”  is  always  popular — provided  that  one’s  self 


In  the  two  previous  editions  of  this  Handbook,  we  have  tried  to  make 
the  reader  conscious  of  the  part  he  or  she  can  play  in  the  prevention  of 
fire.  To  be  “Fire  Conscious”  is  not  just  a  catch  phrase,  it  is  a  vital 

necessity.  Everyone  should  have  some  knowledge  of  how  to  prevent 
fires  from  occurring  and  what  to  do  if  involved  in  a  fire. 

This  edition  is  published  with  the  same  object — to  bring  to  your 
notice  the  work  of  your  Fire  Brigade  and  to  provide  you  with  simple 
information  on  how  to  prevent  fires  occurring  and  what  to  do  when  one 
does  occur. 

If  you  find  it  interests  you  and  teaches  you  how  to  help  yourself, 

4 

please  pass  it  on  to  your  friend  or  neighbour  after  reading  it. 


Photo:  Cambridge  Daily  News 


R.  J.  Stepney 

The  (Tiief  Fire  Officer — Cambridgeshire  Fire  Brigade 
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THE  BRIGADE  AT  WORK 
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FIRE  ( WELLED  IN 
EIGHT  MINUTES 


%  *K *■ 


Within  eight  minutes  of 
midnight  last  night, 
Cambridge  firemen 
quelled  a  fire  caused  by 
an  oil  heater. 


These  extracts  from  recent  issues  of  a  local  paper  are  reminders 
of  the  day  and  night  calls  upon  the  Fire  Brigade.  For  24  hours  of  every 
day  in  the  year  the  Brigade  is  ready  to  rush  to  the  help  of  those  in  danger 
of  losing  life  and  property. 

In  Cambridge  the  main  fire  station  is  at  Newmarket  Road,  the  old 
pre-war  station  in  St.  Andrew's  Street  being  used  only  at  night  because 
of  its  lack  of  facilities  for  training  and  maintenance. 

The  Newmarket  Road  station  also  houses  the  Brigade  Control,  the 
communications  and  mobilising  centre  for  all  brigade  operations  through¬ 
out  the  County. 

Always  manned  and  ready  for  turn-out,  the  appliances  at  Newmarket 
Road  comprise  a  Pump  Escape  capable  of  delivering  800  g.p.m.,  a  Pump 
ladder  capable  of  delivering  500  g.p.m. which  carries  a  45ft.  light  alloy 
ladder,  a  Water  Tender  which  is  equipped  with  a  fixed  500  g.p.m.  pump, 
a  transportable  350  g.p.m.  pump  and  a  400  gallon  water  tank;  and  a 
100ft.  all  steel  turn-table  ladder. 

The  45ft.  light  alloy  ladder  is  one  of  the  latest  developments  in 
fire  brigade  equipment  and  has  the  great  advantage  over  the  older  type 
of  wheeled  escapes  in  that  it  can  be  used  in  places  of  difficult  access 
such  as  narrow  alleys  and  enclosed  courtyards.  Cambridge  abounds  with 
such  places. 

There  are  also  “special  appliances"  such  as  the  Water  Carrier,  a 
1,000  gallon  water  tanker  appliance  especially  developed  to  supplement 
water  supplies  where  the  main  supply  is  meagre;  an  Emergency  Tender 
especially  equipped  to  deal  with  serious  accidents  where  perhaps  the 


main  problem  is  the  extrication  of  trapped  persons.  The  equipment 
includes  cutting  tools,  hydraulic  jacks,  slings,  oxy-acetylene  cutters, 
electric  floodlights  and  many  other  pieces  of  special  apparatus.  Finally, 
a  “Foam”  trailer  which  carries  the  equipment  necessary  to  provide  large 
quantities  of  foam  for  oil  and  petroleum  risks,  aircraft  crashes  and 

similar  emergencies. 

Twelve  sets  of  self-contained  oxygen  breathing  apparatus  are  carried 
j  on  the  various  appliances. 

Other  fire  stations  are  located  at  Tottenham,  SwafTham  Bulbcck, 
Soham,  Linton,  Whittlesford,  Gamlingay  and  Papworth  Everard.  These 
'  are  all  part-time  formations,  the  personnel  being  retained  firemen  who  are 

called  to  the  fire  station  by  means  of  sirens  and  call  bells  when  a  fire 

call  is  received. 

Each  of  these  stations  is  equipped  with  a  Water  Tender  of  the  same 
pattern  as  the  one  described  above  and  the  equipment  is  stanibrd 
throughout  the  brigade.  The  turn-out  from  these  part-time  stations 
seldom  takes  longer  than  five  minutes  and  often  very7  much  less,  depen¬ 
dent  on  the  time  of  day. 


TOTTENHAM'S  FIRE  STATION  AND  WATER  TENDER.  Photo :  Edward  Leigh 


Brigade  Control 

As  stated  previously  this  “nerve  centre”  of  the  brigade  is  situated 
at  Newmarket  Road  Fire  Station.  It  is  manned  entirely  by  specially  trained 
control  room  staff,  two  of  whom  are  always  on  duty.  By  arrangement 
with  the  Post  Office  telephone  service,  all  fire  calls  from  telephone  sub¬ 
scribers  in  the  County  are  received  here. 

When  a  call  is  received  the  control  staff  check  a  simple  reference 
index  which  states  the  nearest  fire  stations  to  the  address  of  the  call.  II 
the  call  is  within  the  area  covered  by  the  Cambridge  Station,  the 
address  is  checked,  the  “bells  go  down”  and  the  appropriate  appliances 
turned  out.  From  the  time  the  call  is  received  until  the  appliances  leave 
the  station  varies  from  15  seconds  to  one  minute  according  to  the  time 

of  day  or  night. 

If  the  call  is  to  an  address  other  than  in  Cambridge,  the  control 
staflf^  using  a  predetermined  code  on  the  telephone,  operate  a  remote 
controlling  device  which  sounds  the  siren  and  call  bells  for  the  appro¬ 
priate  retained  station  or  stations.  The  retained  firemen  then  rush  from 
their  homes  or  places  of  work  to  the  fire  station,  take  the  addiess  of  the 
call  from  the  control  staff  at  Brigade  Control  by  means  of  the  same 
remote  controlling  device  and  turn  out  to  the  call. 


MAP  OF  COUNTY  SHOWING  LOCATION 

OF  FIRE  STATIONS 
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All  appliances  in  the  brigade  are  fitted  with  two-way  radio  telephones 
so  that  the  control  operators  are  always  in  touch  with  the  appliances. 
The  advantages  of  this  system  are  easy  to  see.  It  enables  the  officer  in 
charge  to  request  reinforcements  immediately  if  they  are  needed  and  it 
also  enables  the  control  staff  to  pass  information  to  the  officer  in  charge. 

Although  we  are  established  as  the  Cambridge  County  Fire  Brigade, 
there  are  no  boundaries  for  the  purpose  of  fire  fighting.  The  nearest 
fire  appliance  or  those  which  can  attend  the  quickest  are  always  sent 
no  matter  whether  within  the  County  boundary  or  outside  of  it.  Agree¬ 
ments  between  the  Cambridgeshire  and  neighbouring  county  brigades 
ensure  the  utmost  co-operation  and  the  smooth  efficient  functioning  of 
this  system.  Always  upon  receipt  of  a  fire  call  the  aim  is  to  get  appliances 
and  crews  there  in  the  shortest  possible  time. 

Training 

Each  whole-time  recruit  undergoes  an  intensive  three  months'  course 
at  a  central  training  establishment.  After  this  initial  course  training  is 
continued  on  his  station  and  he  becomes  a  member  of  a  fire  fighting 
crew.  Training,  however,  is  not  confined  to  recruits.  Every  fireman  takes 
part  in  training  periods  on  every  tour  of  duty.  Technical  training  is  a 
continual  process.  Apart  from  the  need  for  a  fireman  to  be  physically  fit, 
able  to  run  up  and  down  escapes,  carry  persons  down  from  upper  floors 
and  handle  the  multiplicity  of  equipment  with  speed  and  precision,  he 

training  in  progress  Photo:  Cambridge  Daily  News 


There’s  a  world  of  difference  between  the  flare-up 
started  by  a  lighted  match  tossed  into  a  wastepaper 
basket  and  the  terrible  conflagration  that  would  follow 
in  the  wake  of  a  nuclear  attack  on  this  country.  In  the 
AFS  you  are  taught  how  to  deal  with  both,  but  the 
emphasis  is  on  fighting  nuclear  fires — for  this  is  the 
real  reason  for  the  afs.  Today’s  afs  trains  with  up-to- 
the-minute  equipment  of  a  complexity  and  size  to 
match  the  threat. 

The  men  and  women  of  today’s  AFS  have  courage  and 
resourcefulness,  but  there  aren’t  enough  of  them.  And 
that’s  where  you  come  in. 

Anyone  eighteen  years  old  or  over  can  join  the  afs. 
The  training  takes  only  an  hour  or  so  a  week. 

Give  it  a  thought.  Better  still,  drop  in  at  your  nearest 
Fire  Station  for  more  details. 


JOIN  TODAY’S  AUXILIARY  FIRE  SERVICE 
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needs  a  broad  knowledge  of  a  thousand  and  one  subject* — phyiuv. 
chemistry,  building  construction,  electricity,  hydraulics,  la* — to  name  but 
a  few.  Perhaps  the  most  important  part  of  his  training  it  that  of  topo¬ 
graphy — knowing  his  ground  and  what  goes  on  at  the  laboratories  and 
factories — where  and  what  are  the  water  supplies— which  bridges  will 
not  take  the  seven  ton  load  of  a  fire  appliance 

Retained  firemen  also  undergo  a  course  of  initial  training  altlvnigh 
of  necessity,  it  is  condensed  I  raining  sessions  take  place  on  each  retained 
station  every  week.  However,  for  both  whole-lime  and  part-time  men,  the 
best  training  is  the  experience  gained  in  hre  fighting. 


Training  for  War  Fmergency 


The  role  of  the  fireman  was  of  great  importance  in  VVorld  War  II 

and  this  importance  would  not  he  lessened  in  any  future  conflict  All 

members  of  the  service  receive  training  in  this  branch  of  civil  defence 
an.i  m<‘m hi'r«  rtf  ihp  Anviliarv  P i re  Sorv ice.  1  hose  cnthusi- 
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especially  to  meet  the  needs  of  war-time  fire  fighting.  There  is  always  a 
shortage  of  recruits  for  the  Auxiliary  Fire  Service.  If  you  arc  interested, 
call  at  your  local  fire  station  or  the  headquarters.  Drills  take  place  each 
week  and  exercises  are  organised  at  intervals  throughout  the  year. 

The  story  of  how  the  brigade  functions  is  much  too  long  to  complete 
in  the  short  space  available  here,  so  why  not  come  and  see  for  yourself. 
Conducted  tours  of  the  Fire  Station  at  Newmarket  Road  are  carried  on 
all  the  year  round.  A  letter  to  the  Fire  Brigade  Headquarters  is  all  that  is 

needed. 


R.  FREEMAN 


SON 


(Cambridge)  LIMITED 


Heating 


Ventilating 


Mechanical  and 


w 

Air-Conditioning  Engineers 


Plumbing  Specialists  and  Craftsmen 


WILLOW  CROFT  WORKS 


H1STON  ROAD 
Telephone 


-  CAMBRIDGE 
Cambridge  54441/2 
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THE  NEW  HEADQUARTERS 

AND  FIRE  STATION 


The  Cambridgeshire  County  Councils  Fire  Brigade  Committee 
recently  published  details  of  its  proposal  to  build  a  new  Headquarters 
and  central  Fire  Station  for  the  Cambridgeshire  Fire  Brigade  on  a  site 
at  the  corner  of  Parkside  and  East  Road,  Cambridge.  The  architects  for 
the  scheme  are  Messrs.  S.  N.  Cooke  and  Partners  of  Birmingham  and 
their  perspective  drawing  of  the  Parkside  elevation  is  shown  below. 

The  project  was  first  initiated  by  the  Fire  Brigade  Committee  as 
long  ago  as  1949  and  the  scheme  now  presented  represents  a  change  in 
design  to  meet  objections  to  the  development  of  the  site. 


Its  continued  use  for  so  long  afterwards,  due  to  delay  in  development 
of  the  new  Headquarters  project,  has  given  concern  as  deterioration 
in  recent  years  has  been  considerable.  Certain  buildings  should  be 
replaced  immediately  but  are  being  left  in  their  existing  condition  in 
anticipation  of  an  early  start  on  the  new  scheme.  The  Brigade  workshop 

staff  also  operate  in  sub-standard  accommodation. 

< - 

The  new  project  will  bring  together  the  Fire  Station  crews  and  Head¬ 
quarters  staff  under  one  roof.  The  latter  are  at  present  accommodated 
in  a  house  adjoining  the  new  site.  Owing  to  the  distance  of  the  Fire 
Station  at  Newmarket  Road  from  the  centre  of  the  City,  the  old  Fire 
Station  in  St.  Andrew’s  Street  is  manned  at  night  with  a  “life  saving" 
appliance.  The  situation  of  the  new'  site  will  make  this  expedient 

unnecessary. 

b. 


The  site,  at  the  corner  of  Parkside  and  East  Road,  forms  part  of 
land  acquired  in  1939  by  Cambridge  City  Council  for  the  erection  of 
a  combined  Police  and  Fire  Brigade  Headquarters.  Notwithstanding  the 
development  which  has  taken  place  in  Cambridge  since  that  time,  it  is 
still  without  doubt  in  the  best  situation  for  the  purpose  which  could  be 
found  to-day  and  reflects  the  wisdom  of  the  original  choice.  It  is  on  the 
immediate  perimeter  of  the  inner  congested  centre  of  Cambridge  and  has 
access  to  good  routes  radiating  to  all  parts  of  the  City.  It  is  well  placed 
for  fire  appliances  to  take  advantage  of  the  proposed  new  bridge  over 
the  Cam  for  speedier  access  to  northern  areas.  With  the  agreement  of 
the  County  Council  the  site  is  at  present  being  used  by  the  City  Council 
as  a  temporary’  car  park  until  building  operations  are  commenced. 

The  buildings  will  form  an  L  shaped  block  fronting  to  Parkside  and 
East  Road  and  the  main  block  facing  Parkside  will  contain  the  Appliance 
Room,  Brigade  Control  Room,  Offices,  Lecture  Room,  domestic  quarters 
and  rest  rooms  for  the  firemen  on  duty  and  offices  for  the  County  Head¬ 
quarters*  staff. 

On  the  East  Road  frontage  the  main  block  will  be  abutted  on  the 
north  side  by  a  single  storey  building  accommodating  the  brigade 
stores  and  workshops.  Situated  at  the  rear  will  be  the  training  ground 
with  a  brick  drill  and  hose  drying  tower  and  garage  accommodation  for 
vehicles  and  reserve  fire  appl inaces.  The  scheme  will  include  a  viewing 
terrace  from  which  visitors  can  watch  displays  of  fire  fighting  evolutions. 
Access  drives  to  the  Drill  Ground  both  from  East  Road  and  Parkside 
will  be  gated. 

The  present  Cambridge  Fire  Station  at  the  corner  of  Newmarket 
Road  and  Coldhams  Lane  consists  of  war-time  huts  and  brick  structures 
on  the  site  of  a  refuse  pit.  It  was  built  in  1944  and  the  Hire  Brigade 
C  ommittee  when  deciding  to  proceed  with  the  new  Headquarters  scheme 
in  1949  had  in  mind  its  abandonment  after  a  useful  life  of  ten  years. 


architect's  impression  of  proposed  fire  brigade  headquarters 

Architects :  S.  N.  Cooke  &  Partners,  Birmingham 
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MURKETT 


BROTHERS 


LTD. 


ROLLS  ROYCE 

BENTLEY 


JAGUAR 

ROVER 


V  AUXHALL 


BEDFORD  COMMERCIAL 

VEHICLES 


Suppliers  of  Cars,  Ambulances,  Fire  Engines, 
and  Municipal  Vehicles  to  local  authorities 


HUNTINGDON  ROAD, 

CAMBRIDGE 


TEL.:  3226 


ALSO  AT 


HUNTINGDON 

Tel.  298 


BEDFORD 

Tel.  66322 


PETERBOROUGH 


Tel.  3481 


MARCH 

Tel.  2455 


KINGS  LYNN 

Tel.  3861 


CALLING  THE  FIRE  BRIGADE 


Having  read  about  the  work  and  the  functions  of  the  fire  brigade 
and  what  happens  when  a  call  is  received,  this  page  is  directed  at  VOIJ. 
Before  the  fire  brigade  can  attend  any  fire  it  must  be  called. 


DO  YOU  KNOW  HOW  TO  CALL  THE  BRIGADE  ? 

Wherever  you  are,  at  home,  at  work  or  at  play,  you  should  know 
how  to  call  the  fire  brigade  in  an  emergency.  Normally  the  easiest  and 

quickest  method  is  by  telephone. 

All  telephone  and  call  boxes  and  all  telephone  directories  are 
provided  with  instructions  for  calling  the  fire  brigade  in  an  emergency 
and  you  should  make  yourself  familiar  with  those  which  concern  you. 
Remember  that  whether  you  dial  999  or  whether  you  ask  tor  operator, 
you  will  first  be  connected  to  the  telephone  exchange  and  the  operator 
will  want  you  to  say  which  emergency  service  you  require,  i.e..  Fire 

Police — Ambulance. 

State  clearly  “Fire'’  and  then  you  will  be  connected  to  the  fire  brigade. 
When  the  fire  brigade  operator  answers  give  the  address  of  the  fire.  It 
will  help  the  crew  of  the  fire  appliance  if  you  can  give  a  full  address 
and  if  possible  relate  it  to  some  well-known  landmark  or  building, 
because  although  firemen  are  continually  being  trained  in  local  topography, 
they  may  not  be  as  familiar  with  your  district  as  you  are. 

After  you  have  called  the  brigade,  and  if  the  fire  cannot  be  seen 
from  the  street  or  road,  it  is  a  good  idea  to  get  someone  to  stand  outside 
to  show  the  brigade  where  they  are  needed  when  they  arrive. 
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FIRE !  ! 

A  modern  fireplace  from  our  vast  range  will  add  charm  and 
beauty  to  familiar  surroundings.  A  fire  to  give  you  comfort  and 
economy. 

CYRIL  R1DGEON  &  SON  LTD. 

THE  FIREPLACE  CENTRE 
20  REGENT  STREET 
Telephone  CAMBRIDGE  59041  (10  lines) 


Consult  US  for 


the  Design  and  Construction 


FIRE  ESCAPES 


MAC 


AY 


lilt MT A  VV/l  II  on  ns 


East  Hoad  Cambridge 
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FIRE  PREVENTION  IS  YOUR  CONCERN 


ONE-UP-MANSHIP  ! 

In  fire  fighting  it  is  difficult  to  practice  this  modern  cult  for  it 
pre-supposes  that  the  fire  brigade  would  arrive  before  the  fire  started  ! 
Seriously  though,  we  believe  in  the  old  adage  “Prevention  is  better  than 
cure”  and  so  keenly  do  we  believe  this  that  we  have  a  department  of 
specially  trained  officers  able  to  give  expert  advice  and  instruction  ready 

and  at  your  disposal. 

Fire  Prevention  concerns  you;  it  must  start  with  you.  Basically  it  is 
a  matter  of  commonsense  but  the  “expertise"  is  made  necessary  by  the 
complexity  of  modern  living  and  industry.  Carelessness  causes  the  majority 
of  fires  and  we  can  all  in  our  various  spheres  of  activity  take  steps  to 
prevent  a  fire  occurring,  and  if  a  fire  should  occur,  to  limit  its  spread. 

The  following  pages  offer  advice  and  help.  If  your  particular 
problem  is  not  covered,  we  shall  be  pleased  to  advise  on  any  matter 
connected  with  fire  prevention. 

Enquiries  should  he  made  to  : 

The  Chief  Fire  Officer , 

Cambridgeshire  Fire  Brigade  Headquarters , 

43  Parkside ,  Cambridge. 
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TUBE  INVESTMENTS  RESEARCH 


LABORATORIES 


i 


HINXTON  HALL 


CAMBRIDGE 
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The  fundamental  research  laboratories  of 


the  Tube  Investments  Group. 
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in  an  emergency 

A  COAL  SCUTTLE  MIGHT  SERVE 

* 

AS  A  FIREMAN'S  HELMET  .  .  . 

.  .  .  we  make  a  point  of  stocking 

quality  goods;  particularly  those 
which  comply  with  the  regulations 
with  regard  to  fireproofing  and  safety. 


Space  Heating  Equipment 

On  the  Ground  Floor  of  our 

MARKET  PASSAGE  SHOP 


h\[*y 

*  OF  CAMBRIDGE 


So  many  letters  S PI C  E RS 


to  write 


and  such  nice  paper 
to  write  them  on  ! 


BLUE  and  WHITE  WOVE 
PLUS  FABRIC  •  CALLIGRAPHERS 


SUPERFINE  BOND 


SPICERS 

STATIONERY 

FACTORY 

SAWSTON  .  CAMBRIDGE 
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FIRE  PREVENTION  IN  THE  HOME 


Electrical  Installations 

# 

The  “amateur  electrician"  can  be  a  menace.  Far  too  many  ol  us 
consider  that  we  are  suitably  qualified  to  do  a  bit  of  electrical  work. 

Most  electrical  appliances  are  well  constructed  and  if  properly 
installed  will  never  be  the  cause  of  a  fire.  On  the  other  hand,  an  inefficient 
installation  will  always  be  a  fire  risk  and  can  be  a  killer.  It  is  worth 
having  a  qualified  electrician  to  do  the  job. 

vSee  that  your  circuits  are  correctly  fused  and  consult  an  electrician 
if  a  fuse  repeatedly  blows. 

Keep  an  eye  on  flexible  leads  for  wear.  Do  not  run  flexible  leads 
under  carpets  or  anywhere  where  they  may  be  crushed  or  get  damp,  such 
as  through  a  door  or  window  frame. 

Electric  light  bulbs  get  very  hot;  paper  decorations  and  some  types 
of  lampshades  will  easily  ignite  if  they  are  too  close  to  the  bulb. 

Always  switch  off  at  the  wall  socket  and  pull  out  the  plug  (not, 
however,  by  pulling  on  the  lead  !)  This  is  particularly  important  when 

switching  off  the  radio  or  television  last 

thing  at  night. 

When  you  have  finished  ironing,  remove 
the  plug  from  the  socket  and  stand  the  iron 
on  something  which  cannot  burn,  such  as 
asbestos. 

Multi-plug  adaptors  may  be  very  useful 
to  enable  you  to  use  more  appliances  from 
the  same  plug  point,  but  remember  that 
each  extra  appliance  adds  a  load  to  the 
circuit — do  not  overload. 


Sweep  chimneys  regularly  (every  six  months  if  a  coal  fire  is  !in 
daily  use). 

Clean  soot  daily  from  the  chimney  throat. 

Paraffin,  petrol  and  other  spirits  should  not  be  used  to  light  or 
revive  fires  (they  may  cause  an  explosion). 

Use  a  metal  sheet,  not  newspaper,  to  increase  draught  when  lighting 
a  fire. 

Protect  an  open  fire  by  a  close  mesh  guard  when  it  is  unattended. 

Put  hot  ashes  in  a  metal  container  and  take  outside.  Never  use  a 
wooden  or  cardboard  box  or  place  the  metal  container  on  a  wooden  floor. 

Do  not  carry  burning  coals  from  one  room  to  another  to  light  a  fire. 


Fireplaces  and  Stoves 
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Gas  Appliances 

Always  light  your  match  before  turning  on  a  gas  appliance  (an 
explosion  may  occur  if  gas  accumulates  before  the  light  is  applied). 

If  you  have  a  gas  geyser  make  sure  anyone  using  it  understands  how 
to  light  it  properly. 

When  gas  is  turned  off  at  the  meter  all  taps  should  also  be  turned 
off.  Before  the  gas  is  turned  on  again  check  that  none  have  been  turned 
on  in  the  meantime. 

Gas  rings  should  stand  on  an  incombustible  material,  e.g.,  asbestos 
and  with  an  air  space  between  the  material  and  any  woodwork.  If  pos¬ 
sible  stand  ring  at  table  height;  at  floor  level  it  may  set  fire  to  someone's 
clothing. 

Examine  rubber  connecting  tubes  or  rubber  ended  tubes  frequently 
and  renew  when  they  show  signs  of  perishing  or  cracking.  Rubber  tubes 
may  burn  if  too  near  a  source  of  heat  while  in  use. 


Oil  Appliances 


Place  portable  appliances  in  a  safe 
position  where  animals  and  children  are 
unlikely  to  knock  them  over.  Do  not  stand 
in  a  strong  draught  and  make  sure  they  are 
level. 

Do  not  fill  while  appliance  is  alight. 
Re-fill  out  of  doors.  Use  a  proper  funnel 
and  allow  the  appliance  to  cool.  Never  fill 
over  the  maker's  recommendations;  better 
to  half-fill  than  to  over-fill. 

Do  not  earn-  lighted  heaters  from  place 
to  place. 


Avoid  use  of  petrol  or  methylated  spirit  in  any  appliance  designed 
for  paraffin  (it  will  probably  explode). 


Children  and  Animals 

All  fires  should  be  securely  guarded  to  keep  prying  fingers  and  clothes 
aua\  from  the  heat  (it  is  an  offence  in  lawr  if  children  under  twelve  are 
burned  as  a  result  of  being  left  in  a  room  with  an  unguarded  fire). 

For  younger  children  all  electrical 
switch  sockets  should  be  of  the  type  that 
are  shuttered  when  not  in  use. 

Place  matches  and  lighters  where 
children  cannot  reach  them. 

Do  not  leave  children,  animals,  airing 
clothes  and  open  fires  in  a  room  together. 

General 

_  i 

\  he  discarded  cigarette  end  is  without 
doubt  the  most  common  cause  of  fires  in 
the  home.  Get  into  the  habit  of  making 
sure  that  you  put  yours  out. 

Airing  clothes  should  not  be  left  unattended  in  front  of  open  fires. 

They  should  be  placed  well  away  from  gas  or  electric  fires  or  closed  stoves 
and  care  should  be  taken  to  avoid  strong  draughts. 

Do  not  use  lighted  paper  to  carry  a  light. 
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Do  not  use  petrol  or  other  inflammable  solvents  for  cleaning  purposes 
in  a  room  with  an  open  fire  or  poor  ventilation. 

Cooking  fat.  Remember  that  damp  or  moist  food  may  cause  fat  to 
boil  over  when  placed  in  a  boiling  deep  fat  fryer;  the  spilled  fat  will  catch 
fire  readily.  If  this  should  happen,  turn  ofT  source  of  heat  and  smother 
flames  with  a  damp  cloth.  Do  not  use  water  or  attempt  to  move  pan 
from  stove. 

Do  not  accumulate  combustible  rubbish,  for  example,  clothes,  paper 
and  old  furniture  in  cupboards  and  store  places,  they  add  to  the  risk  of 
fire.  Oily  rags  and  rags  soaked  in  paint  are  liable  to  self-ignition. 

So  far  as  possible,  close  all  room  doors  at  night.  If  a  fire  should 
break  out,  this  will  delay  the  spread  of  fire  and  smoke. 

Call  in  the  fire  brigade  immediately  a  fire  is  discovered. 

THE  COUNTRY  COTTAGE 

If  you  live  in  an  isolated  spot,  it  may  take  a  little  longer  lor  the 
brigade  to  reach  you  if  you  have  a  fire.  Therefore,  be  extra  cautious. 
A  garden  hose,  a  stirrup  pump  or  a  fire  extinguisher  are  useful  pieces  of 
equipment  to  have  on  hand  in  such  an  emergency. 

Thatched  roofs  are  susceptible  to  fire  from  both  inside  and  outside 
causes.  Perhaps  the  most  important  precaution  against  such  fires  is  to 
ensure  that  your  chimneys  are  well  swept  and  that  soot  is  not  allowed  to 
accumulate  on  ledges.  Garden  refuse  fires  should  be  kept  well  away  from 
thatched  buildings  and  always  on  the  leeward  side  and  do  not  forget  that 
a  fire  of  hedge  trimmings  and  similar  refuse  can  become  very  hot  and 
cause  a  fierce  draught  where  there  was  no  wind  before. 


DAMAGE  RESULTING  FROM  FIRE  IN  A  THATCHED  ROOF 

Photo:  Cambridgeshire  Daily  News 
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THE  COUNTRYSIDE 

Country  fires  Hare  up  suddenly.  Grass,  undergrowth  and  bracken  will 
burn  fiercely  and  very  rapidly.  Do  not  light  picnic  fires  near  dry  crops 
or  in  any  place  where  a  fire  can  easily  start.  Do  not  throw  lighted 
cigarette  ends  or  matches  from  your  car;  hundreds  of  grass  and  heath 
fires  are  caused  in  this  manner  every  year. 

Litter  adds  fuel  to  such  fires,  please  do  not  leave  it  lying  about. 

Most  people  like  to  enjoy  the  countryside  in  the  good  weather  so 
help  to  preserve  it  for  the  enjoyment  of  others. 

THE  CARAVAN 

The  caravan  is  very  popular  as  a  temporary  dwelling  but  it  is  more 
vulnerable  to  fire  than  a  permanent  house.  The  following  points  lessen 
the  danger : 

For  the  Site  Owner 

Permanent  sites  are  subject  to  the  Caravan  Sit es  and  Control  ol 
Development  Act  1960.  Owners  of  sites  should  get  in  touch  with  the 
Local  Authority  for  advice. 

Space  caravans  at  least  twenty  feet  apart. 

Park  cars  in  a  separate  park  a  safe  distance  from  the  caravans. 

Build  a  roadway  on  the  site  to  provide  access  for  fire  appliances. 

Provide  fire  extinguishers  in  suitable  positions  and  protect  them 
against  weather  and  frost. 

Provide  an  alarm  for  use  in  the  event  of  fire,  for  example  a  hand 
operated  alarm  bell  or  metal  triangle,  positioned  near  the  extinguishers. 

Display  a  notice  on  the  site  indicating  the  nearest  telephone  kiosk 
for  communication  to  the  Fire  Brigade. 

Cut  the  grass  covering  the  whole  of  the  site  including  the  area 
underneath  each  caravan  during  the  spring  and  summer.  Dispose  of 
mown  grass. 

For  the  Occupier 

Make  sure  that  a  solid  fuel  stove  stands  on  a  fireproof  base  of  suf¬ 
ficient  size  to  prevent  cinders  falling  on  to  floor  coverings.  There  should 
be  an  adequate  air  space  between  the  fire  box  and  the  base.  Provide  an 
ashpan  and  a  fire  guard  for  the  stove. 

The  stove  recess  should  be  constructed  of  asbestos  or  sheet  aluminium 
w'ith  an  air  space  of  at  least  one  inch  all  around  and  should  extend  for 
the  entire  height  of  the  stove  and  flue  and  be  at  least  three  inches  from  it. 

Fit  a  protective  guard  where  the  flue  pipe  passes  through  the  airing 
cupboard  or  any  other  place  where  ignitable  material  is  likely  to  come 
into  close  contact. 

Provide  ventilation  at  the  top  of  the  airing  cupboard  in  order  to 
prevent  too  big  a  build-up  of  temperature. 

Check  that  the  flue  has  an  inner  and  outer  pipe  of  asbestos  with  an 
air  space  between  them. 

Anthracite  or  coke  is  a  safer  fuel  than  coal.  Coal  burns  with  a  high 
flame  and  can  be  hazardous  in  closed  stoves.  Fuel  should  not  be  stored 
close  to  the  stove. 
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All  electrical  fittings  and  wiring  should  be  maintained  in  first-class 
condition. 

When  using  bottled  gas,  remember  that  this  gas  is  heavier  than  air. 
Store  the  cylinders  outside  the  caravan  and  if  a  compartment  is  used  for 
the  storage,  see  that  there  are  ventilation  holes  in  the  base  of  the  com¬ 
partment.  Provide  an  external  door  to  this  compartment  and  ensure  that 
the  valve  can  be  readily  reached  from  inside  the  caravan.  Pipe  connections 
are  important.  Inside  the  caravan  soft  copper  tubing  should  be  used — 
not  rubber.  However,  outside,  rubber  tubing  may  be  used.  If  you  have 
been  travelling  remember  to  check  and  tighten  all  unions  in  the  system 
before  settling  down  for  the  night. 

Have  a  suitable  fire  extinguisher  handy  at  all  times;  this  is  a  wise 
precaution  as  many  caravan  sites  are  remote  from  the  Fire  Station. 


THE  FARM 

Display  the  name  of  the  farm  at  the  farm  entrance.  Consider  erecting 
a  directional  notice  sign.  This  will  assist  the  firemen  to  find  your  farm  if 
their  assistance  is  required. 

Call  the  fire  brigade  immediately  a  fire  is  discovered. 

Take  care  in  siting  ricks;  build  them  away  from  roadways  and  foot¬ 
paths  where  they  cannot  be  set  on  fire  by  children  playing  with  matches 
or  by  cigarette  ends  carelessly  thrown  away  by  passers-by.  Site  them  away 
from  railway  lines  where  there  is  danger  of  sparks  from  railway 
locomotives. 

Do  not  allow  cavings,  straw  and  other  waste  to  accumulate  near 
ricks  and  farm  buildings. 

Supervise  the  burning  of  all  rubbish  and  stubble.  Bum  mbbish  well 
away  from  ricks,  buildings  and  standing  crops.  Plough  round  stacks 
before  burning  stubble.  Consider  the  wind  direction  before  setting  light 
to  rubbish.  Do  not  burn  when  a  high  wind  is  blowing.  Notify  the  fire 
brigade  of  your  intention  to  burn  straw,  stubble,  etc.;  the  fire  brigade 
has  often  been  called  unnecessarily  by  passers-by  to  fires  of  this  nature. 

In  fields  adjoining  railway  lines  plough  a  belt  of  land  at  least  ten 
furrows  wide  alongside  the  railway  and  use  the  belt  for  growing  root  or 
green  crops. 

Keep  tractors,  harvesters  and  all  machinery  in  good  repair.  Have 
fuel  leaks  repaired  at  once.  Pay  special  attention  to  exhausts. 

Do  not  re-fuel  close  to  standing  crops,  stacks  or  other  combustible 
material.  Use  a  funnel  when  re-fuelling  from  a  can  and  so  avoid  spillage 
on  to  a  hot  engine. 

Take  great  care  in  the  storage  of  liquid  fuels.  Provide  a  separate 
store  of  non-combustible  construcion  for  oils  and  spirits.  Forbid  naked 
lights  and  smoking  in  or  near  it. 

Vehicles  should  not  be  driven  close  to  loose  straw  or  waste.  At  night 
they  should  be  parked  in  a  separate  building  or  in  the  open.  Allow  engine 
to  cool  before  sheeting  over. 

Have  incubators  anS  brooders  installed  and  overhauled  annually  by 
the  maker  or  his  agent.  Keep  them  in  a  separate  brick  or  concrete  building. 
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Take  care  to  place  oil  lamps  and  heaters  away  from  timber,  straw 
and  similar  combustible  material.  Put  heaters  where  they  cannot  be 
knocked  over  and  away  from  draughts.  Do  not  re-fill  while  they  arc 
still  alight.  Do  not  carry  a  lighted  heater  from  one  place  to  another. 

Ensure  that  all  electrical  equipment  is  installed  by  a  competent 
electrical  engineer.  Do  not  overload  the  circuits  by  operating  too  many 
appliances  from  the  points.  Make  sure  the  correct  fuse  is  used.  Renew 
all  damaged  or  defective  apparatus. 

Where  infra-red  apparatus  is  installed,  make  sure  that  it  cannot  set 
fire  to  straw  or  other  combustibles  and  that  animals  cannot  damage  it. 

Provide  fire  extinguishers  of  the  right  type  for  the  risk  and  place 
them  at  strategic  points  on  the  farm.  Keep  them  in  good  order  and  protect 
them  against  frost. 

Fenland  farmers  in  a  dry  season  arc  particularly  liable  to  “land 
fires"  when  as  a  result  of  a  stubble  or  grass  fire  or  sometimes  intentional 
“burning  off"  the  dry  peaty  soil  burns,  often  to  very  great  depths  and 
over  large  areas.  These  fires  are  a  particular  nuisance  to  the  Fire  Brigade 
since  they  are  extremely  difficult  to  tackle  and  often  entail  extensive 

V 

digging  or  the  use  of  an  excavator  in  order  to  reach  the  seat  of  the  fire. 
Furthermore  they  always  occur  at  a  time  when  the  Brigade  is  fully 
extended  and  it  is  difficult  to  withdraw  men  for  this  type  of  work  over 
very  long  periods.  Since  such  fires  do  not  normally  start  spontaneously 
it  is  imperative  that  farmers  should  see  that  burning  of  rubbish  and  stubble 
is  carefully  controlled  so  as  to  prevent  this  sort  of  occurrence. 


A  DISCUSSION  ON  FIRE  PRECAUTION  PROBLEMS  ON  THE  FARM 

Photo:  Edward  Leigh 


THE  FACTORY,  SHOP  AND  OFFICE 


Managements  of  larger  establishments  are  recommended  to  consider 
the  following  comprehensive  fire  precautions  : 

1.  Suitable  protection  with  the  right  type  of  fire-fighting  apparatus,  pos¬ 
sible  alterations  to  the  building  to  minimise  the  spread  of  fire  and 
smoke  and  other  fire  prevention  methods. 

2  An  alarm  system  for  use  in  the  event  of  fire  coupled  with  notification 
to  the  fire  brigade. 

3.  Adequate  means  of  escape  for  speedy  and  safe  evacuation  of  the 
premises. 

4.  A  plan  of  action  by  employees  in  the  event  ot  fire  incorporating  1,  2 
and  3  above. 

NOTE  :  For  certain  establishments  there  may  be  a  statutory  requirement 
to  satisfy  one  or  more  of  the  above  recommended  practices.  In  all  cases 
the  fire  brigade  will  be  pleased  to  survey  and  make  recommendations. 

For  smaller  units  the  points  emphasised  in  ‘The  Home  section  are 
applicable. 
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ESCAPE  FROM  FIRE 


Many  people  lose  their  lives  in  fires  which  occur  in  houses  and  other 
residential  premises;  fires  which  start  at  night  or  in  the  early  morning 
cause  most  of  the  casualties  as  there  is  a  danger  of  people  being  trapped 
in  bedrooms.  Suffocation  by  smoke  is  often  the  cause  of  death. 

Fire  can  spread  more  rapidly  through  a  building  than  is  generally 
realised  and  is  assisted  by  draught  from  open  doors  and  windows,  A  fire 
on  the  ground  floor  if  assisted  by  a  draught  invariably  travels  to  upper 
floors  via  the  stairway,  cutting  off  the  escape  of  those  on  the  floors 
above.  This  can  arise  if  the  person  discovering  the  fire  leaves  open  the 
downstairs  doors  when  he  goes  to  summon  assistance. 


\ 


The  first  concern  of  anyone  discovering  a  fire  is  to  make  sure  that 
every  one  within  the  building  is  warned,  steps  taken  to  ensure  that  all 
occupants  are  safe  and  that  the  fire  brigade  has  been  summoned.  No  one 


should  be  left  sleeping.  If  those  on  an  upper  floor  find  that  they  cann 

make  their  wa\  downstairs  they  should  close  the  door  of  their  roo 

and  wait  b>  the  window  until  the  Fire  Brigade  arrives.  Smoke  can  1 

pre\ented  from  getting  into  the  room  by  covering  the  gaps  around  tl 
door  with  carpets,  rugs  or  clothing. 

In  hea\}  smoke  the  purer  air  is  at  floor  level.  By  crawling  on  han< 

an  knees  with  face  as  near  to  the  floor  as  possible,  progress  throu* 
heavy  smoke  is  made  much  easier. 

No  attempt  should  be  made  to  extinguish  a  fire  until  efforts  have  be< 
made  to  get  everyone  out  of  the  building  and  the  Fire  Brigade  has  be< 

am  T'"  °nly  uf  there  is  no  risk‘  AI1  doors  should  be  close 
particular!}  the  door  of  the  room  where  the  fire  is  located. 


% 
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CONCLUSION 


The  introduction  pointed  out  that  the  object  of  this  handbook  was 
to  bring  to  your  notice  the  work  of  the  Fire  Brigade  and  the  services 
which  are  always  available  to  you.  We  hope  that  you  have  found  the 
book  to  be  interesting  and  perhaps  of  some  help.  It  may  well  be  that 
your  particular  problem  has  not  been  touched  upon  or  that  you  feel 
more  advice  would  be  useful.  If  this  is  the  case,  then  do  not  hesitate  to 
write  to  these  headquarters,  or  better  still,  come  and  see  us  and  we  will 
do  our  best  to  help  you. 

We  hope  that  you  will  never  need  the  services  of  the  Brigade  but. 

just  in  case,  remember  that  anyone  who  discovers  a  fire  should  ensure 

that  the  Fire  Brigade  is  called  at  once,  never  assume  that  the  Fire  Brigade 
has  been  called — make  sure  yourself.  Even  if  the  fire  seems  to  be  out 

still  call  the  Brigade  since  hidden  smouldering  may  continue. 

In  conclusion,  remember  —  the  Cambridgeshire  Fire  Brigade  is  your 
Fire  Brigade  —  it  is  ready  to  answer  your  call  any  minute  of  the  day 
and  night  and  the  services  of  the  brigade  are  free. 


UNICAM  INSTRUMENTS  LTD. 

YORK  STREET  -  CAMBRIDGE 

Telephone :  55227 

The  production  of  precision  scientific  instruments  requires 
the  best  standards  of  workmanship  during  all  stages  of 
manufacture. 

There  are  vacancies  in  the  following  categories  : — 

INSTRUMENT  MAKERS  and  TOOL  MAKERS 

ELECTRONIC  TESTERS 

(with  radio  or  radar  experience  for  fault  finding  and  final  test) 

INSTRUMENT  ASSEMBLERS 
(with  some  mechanical  experience) 

CAPSTAN  and  CENTRE  LATHE  OPERATORS 

FEMALE  W1RERS 

These  are  positions  of  interest  and  variety  and  should  appeal 
to  those  who  obtain  satisfaction  from  doing  a  good  job  well. 

Applications  should  be  addressed  to  the  Personnel  Manager. 


MONTE1TH  ELEC.  CO.  LTD 

Electrical  Contractors,  Radio  and  Television  Engineers 
ELECTRICAL  MOTORS  REPAIRED  and  REWOUND 

HIGH  STREET,  HISTON,  CAMBRIDGE 

Telephone:  HISTON  501 

After  hours:  Histon  501  or  Teversham  3274 


Crete 


Roofing  Tiles 


FINEST  QUALITY  TILES  are 
MANUFACTURED  in  the  EASTERN  AREA 


CAMTILES  LIMITED 


HAUXTON 


CAMBS 


Telephone:  HARSTON  588  and  589 
Also  CONCRETE  PIPES  ITU  BES  and  FENCING,  ETC. 


LEARN  TO  DRIVE  SAFELY  and  with  CONFIDENCE 


on  Modem  Dual  Control  Cars  at  the 


MCPHERSON’S  SCHOOL 

50  KING  STREET  . 


MOTORING 


CAMBRIDGE 


TELEPHONE  54746 


Elementary,  Advanced  Instructors  to  Cambridgeshire  Fire  Brigade 
Motor  Schools  Association  of  Great  Britain  Registered  School 
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MONSIEUR  ANDRE  WELCOMES  YOU  TO  HIS  ..  . 

FULLY  LICENSED 

Le  Jar  din  Restaurant  Francai 


17  HILLS  ROAD 


CAMBRIDGE 


Gastronomic 


OPEN  UNTIL  11.30 


INCLUDING  SUNDAYS 


CLOSED  MONDAYS 


TELEPHONE  -  CAMBRIDGE  54605 


WHITMORE 

Downing  Street 


CO. 


University  and  Family  Wine  Merchants  since  1770 

SHIPPERS  &  BOTTLERS  OF  FINE  WINES  &  SPIRITS,  including 

THE  SHERRY  OF  CAMBRIDGE 


“UNIVERSITY  CREAM 


>5 


Large  Stocks  of  BOTTLED  BEERS  including 
^SS,  WORTHINGTON.  GUINNESS  AND 
Cider.  Minerals,  Cigars  and  Cigarettes 


Free  Delivery 


Telephone  52971 


HARRUP  &  CO. 

COMMISSION  ACENTS 


(Members  of  N.S.L.  and  N.T.P.S.) 

Are  now  open  for  business  at  the  following  : 


Head  Office  : 

58  KING  STREET, 

CAMBRIDGE 
Phone  56465  (all  lines) 

Branch  Office  : 

REAR  OF  ROCK  HOTEL 
CHERRYHINTON  ROAD, 
CAMBRIDGE 
Phone  47266  (all  lines) 

AFTER  RACING 


Branch  Office  : 

262  MILL  ROAD, 

CAMBRIDGE 

Phone  47280  (all  lines) 

Branch  Office  : 

31  CHURCH  STREET, 
FORDHAM, 

CAMBS. 

Phone  Fordhani  371  (all  lines) 
HOURS  47280 


W.  M.  DALLAS 


INSURANCE  BROKERS 


SON 


4  KING  STREET 


CAMBRIDGE 


Telephone  :  Cambridge  55701 


AVAILABLE 


WHATEVER  YOUR  INSURANCE  NEEDS,  WE  ARE 

TO  ADVISE  AND  ASSIST  YOU. 

SPECIAL  LIFE  ASSURANCE  RATES. 

WE  ARE  ALWAYS  PLEASED  TO  TALK  OVER  YOUR 

INSURANCE  PROBLEMS 


Fire 


Motor 


Life 


Personal 


Accident 
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Telephone  : 
CAMBRIDGE  54235 


H.  F.  &  E.  ISON  LTD 


HENISON  GRANARIES,  HISTON  ROAD 

CAMBRIDGE 


SUPPLIERS  OF  ALL  ANIMAL  FEEDING  STUFFS 
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.  W.  PEAK  Ltd. 


Cambridge  and  King's 


For  all  Home  Furnishings  including 
contemporary  and  traditional  furniture, 
bedding,  all  types  of  floor  coverings, 
electrical  appliances,  records,  radio 
and  television  sets,  etc.  Postal  and 
telephone  enquiries  welcomed.  Free 
storage,  delivery  and  deferred  terms 

available. 


H.  W.  PEAK  LTD., 
KING’S  LYNN, 
2188-9 


H.  W.  PEAK  LTD. 
CAMBRIDGE 
59413 

24 


fine  Food  •  Good  Wine  •  Personal  Service 

RESTAURANT  RESERVATIONS  TO  10  P.M. 

Quotations  for 

ANNIVERSARIES,  WEDDING  RECEPTIONS, 
BANQUETS,  PRIVATE  PARTIES,  Etc. 

A.A.  85  Bedrooms  R.A.C. 

Car  Park  for  200 
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BUILDING  CONTRACTORS 


M 


WYNN  (BUILDERS)  LTD 

12  THE  GREEN.  HISTON.  CAMBRIDGE 

Telephone:  Histon  623/4 


CONTRACTORS  TO  LOCAL  COUNCILS 
MINISTRY  OF  WORKS  and  AIR  MINISTRY 


S 


HARDWARE  -  MOTOR  ACCESSORIES  -  REPAIRS  -  ETC 


PETROL 


OIL 


M  I  LTON 


CAMBRIDGE 


Telephone:  WATERBEACH  380 


I 


A.  D.  RUSSELL 


SWIFT  AFTER  SALES  SERVICE 


SOBELL  -  STELLA  -  McMICHAEL 
MARCONIPHONE  -  COSSOR  -  DANSETTE 

PERDIO  -  PYE 


2  HIGH  STREET  -  HISTON  -  -CAMBRIDGE 

Telephone:  HISTON  224 


FOR  ALL  TYPES  OF 
FACTORY  NOTICES 
FIRE  -  DANGER  -  PETROLEUM 


EMERGENCY,  MACHINERY  &  GENERAL 

SWAINLAND  SIGNS 

BROAD  STREET,  CAMBRIDGE 
Phone  52314 

■  - -  - - ■ 
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WILL  YOU  HELP  TO 

GIVE  SPASTICS  A  CHANCE  IN  LIFE  ? 

Funds  are  urgently  needed  for 

Over  80  national  and  local  treatment  centres  and 
schools  (70  are  already  operating)  besides  medical 
research  which  may  save  thousands  of  unborn 
children  the  cruel  handicap  of  cerebral  palsy. 

Please  help  by  sending  donations  to 
NATIONAL  SPASTICS  SOCIETY,  12  PARK  CRESCENT,  W.l 


This  space  has  been  kindly  donated  by  CIBA  (A.R.L.)  LTD.,  Duxford, 

Cambridge,  Makers  of  Synthetic  Resins  and  Adhesives 


HALSTEAD  INSURANCE  BROKERS  LIMITED 
ASSURANCE  HOUSE,  53  MILL  ROAD 

CAMBRIDGE 

Tel.:  Cambs.  52421 

All  classes  of  Insurance  arranged  with  leading 
Tariff  and  Non-Tariff  Companies  and  also 

at  Lloyds. 

Call,  telephone  or  write  jor  quotations 


G.  HARRIS 

FAMILY  BUTCHER 

152  NEWMARKET  ROAD,  CAMBRIDGE 

TELEPHONE  54531 

also 

DUTTON  WALK  STORES 

telephone:  tev.  2171 

COOKED  MEAT  A  SPECIALITY  DELIVERIES  DAILY 


PERSONAL  &  SELF  SERVICE 
FOR  MEAT,  GROCERIES  &  PROVISIONS 

TRAILER’S 

FOOD  SERVICE  STORE 

122  NEWMARKET  ROAD 

EST.  1874  CAMBRIDGE  TEL.  50508 


■ . - . —  .  . ■ 

OUR  ADVERTISERS 

We  very  gratefully  acknowledge  the  support  of 
t  the  firms  whose  advertisements  appear  in  these 
pages.  Without  their  help  we  should  not  be  able  to 
produce  this  handbook.  As  a  reciprocal  gesture, 
we  have  pleasure  in  drawing  the  attention  of  our 

readers  to  their  announcements. 
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Auxiliary  Fire  Service 
Benet  Garage  (Milton)  Ltd. 

Brignell,  John  &  Co. 

Cambridgeshire  Motors  Ltd. 

Camtiles  Limited 
Dallas,  C.  W,  M.  &  Son 
Eaden  Lilley  &  Co. 

Freeman,  T.  R.  &  Son  (Cambridge)  Ltd 
Frost,  H.  C.  (Jack)  ... 

Garden  House  Hotel  . 

Ginn,  S.  &  Sons  ... 

Halstead  Insurance  Brokers  Limited 
Harris,  G. 

Harrup  &  Co. 

Ison,  H.  F.  and  E.  Ltd.  ...  j.. 

Jardin,  Le  —  Restaurant  Francais 
Kershaw  Heating  Ltd. 

Laurie  &  McConnal  Ltd.  ... 

Lister,  George  &  Sons  Ltd. 

Mackay,  D. 

McPherson's  School  of  Motoring 
Marshalls  (Cambridge)  Ltd. 

Monteith  Electrical  Co.  Ltd. 

Morlin,  A.  W.  Ltd. 

Murkett  Brothers  Ltd. 

National  Spastics  Society  (Donated  by 

Duxford,  Cambridge) 

Peak,  H.  W.  Ltd.  ... 

Polyhedron  Services  . 

Pye  Telecommunications  Limited 
Ridgeon,  Cyril  &  Son  Ltd. 

Russell,  A.  D.  . 

Shell  Mex  &  B.P.  Ltd. 

Spicers  Ltd. 

Swainland  Ltd. 

Traylen's 

Lube  Investments  Research  Laboratorie 
TJnicam  Instruments  Ltd. 

Wale,  R.  &  H.  Ltd. 

Whitmore  &  Co.  ... 

Wingent,  T.  W.  Ltd. 

Wynn,  M.  Ltd. 
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THIS  PUBLICATION 


HAS  BEEN  DESIGNED 
AND  PRODUCED  BY 


MALCOLM  PAGE 

LIMITED 

Printers  and  Publishers 


41  STREATHAM  HILL 
LONDON,  S.W.2 

TULSE  HILL  1222 


LAURIES 

The  Family  Store 

EVERYTHING  YOU  NEED  IN  THE  HOME 
AND  FOR  EVERY  MEMBER  OF  THE  FAMILY 
PLUS  THE  SERVICE  BASED  ON  60  YEARS 

EXPERIENCE 


PHONE 

50264 


FITZROY  STREET 
CAMBRIDGE 


BUSES 

139,  102,  115 


□ 


26 


■  ■  -  — - - - - - 

ft 

You  will  always  find  at  ..  . 

A.  W.  MORLIN  LTD. 

a  wide  selection  of  .  .  . 

ALL  FORMS  OF  BATHROOM  AND  KITCHEN 
EQUIPMENT,  MODERN  FIREPLACES  AND  HEAT¬ 
ING  EQUIPMENT,  DOMESTIC  HARDWARE 
TOOLS  FOR  ALL  TRADES  AND  GARDEN  TOOLS. 


148  and  152  HILLS  ROAD,  CAMBRIDGE 

Telephone:  47293  (3  lines) 


2 

MP62/2 


Printed  by  Winter  &  Worsfold  Ltd.  Lewisham,  London. 
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AM  A.  EAMEKUKXi  IKS 


24-HOUR 

FULL  GARAGE  SERVICE 


☆ 


FOR 


PETROL 


HIRE 


OIL 


TUITION 


WASHING  *  SERVICING 


AND  FOR 


AUSTIN 

SALES  &  SERVICE 


☆ 


IT'S 


MARSHALLS  (Cambridge)  LTD 

AUSTIN  HOUSE,  JESUS  LANE 

CAMBRIDGE 


Telephone  58391 


